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SECRET 


DEFENSE INTELLIGENCE AGENCY 
WASHINGTON D.C. 20301 


Sa beeasEne : 7 2 Jul 93 


Mr. Donald Mitchell 

The Select Committee on THtelt gence 
United States Senate 

Washington, D.C. 20510-60218 


Dear Don: 


_ Enclosed is a short paper on the need for an enlargement 
of the AFMIC building and a preliminary cost estimate. The 
cost figures represent our best estimate, based on discussions 
with the engineers at Fort Detrick. The estimate should apply 
to both the "third-floor" and the extension-module options. 


I have also included, at your request, a paper that 
describes how our program at Fort Meade would benefit from 


being located in the new AFMIC facility. 


Sincerely, 
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